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Box 


Item 

Qty 

Description 

Weight (lbs) 

Task 8 

1 

1 

Multicoupler Mod. AMC-5A, 

Serial 3223-60 

ii9 

2 

1 

Multicoupler Mod. AM3-5A, 

Serial 3223-61 

US 

Task 15 

3 

1 

Spare Cabinet Blower 

72 

k 

1 

Sorenson Regulator Mod. 10008, 
Serial 1-628U 

103 

3 

1 

Sorenson Regulator Mod. 10008, 
Serial 1-63& 

103 

6 

1 

AS-U Receiver Drawer 

102 

7 

1 

AS-U Receiver Drawer 

102 

8 

1 

Ten Channel Oscillator Drawer 

98 

9 

1 

Record Amplifier Mod. S-3i|.01, 

Serial 55B28 

69 

10 

1 

Playback Amplifier Mod. S-3U01, 
Serial 55B29 

81 

11 

1 

Record Cabinet Control Panel 

Mod. S-3U01, Serial 55B28 

i;2 

12 

1 

Playback Transport Mod. S-3U01, 
Serial 55B29 

121 

13 

1 

Record Transport Mo. 1, Mod. S-3lj.01, 
Serial 55B28 

90 

lit 

1 

Record ’Transport No. 2, Mod. S-3U01, 
Serial 55B28 

90 


Lot 

Misc. spare parts 

127 

16 

1 

Playback Cabinet 

h3k 

17 


RecorA Cabinet 

Total 

it05 

2,136 
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